HENRY VH.'S CHAPEL

W, F. Mansell.
Westminster Abbey, in several styles of architecture, is built in the form of a cross (" cruci-
form " is the word generally used).   If you imagine the Abbey as a cross lying on the ground
with its top to the east, the extreme easterly portion with tibe rounded end is Henry VII/s
Chapel, here illustrated, and regarded by many as the most magnificent part of the pile.
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